To: Schmittdiel, Paula[Schmittdiel. Paula@epa.gov]; Fassero, Christopher A NWO 

(Christopher. A. Fassero@usace. army. mil)[Christopher. A. Fassero@usace.army.mil] 

From: Vail, Jon 

Sent: Fri 8/7/2015 6:41:55 PM 

Subject: 1 million gallons of contaminated water spilled from Gold King Mine into Animas River 
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Hi Chris, 
Hi Paula, 


In case you hadn’t seen this yet, I thought you would find this brief article interesting: 


https://shar.es/1tq72k 

More than 1 million gallons of contaminated water was accidentally released from the Gold King 
mine into the Animas River this week. 


Jon 



Jon Vail, PG, PMP, CHMM 

Project Management Consultant 
CB&I Federal Services 

303-263-0425 cell 


ion.vail@CBIfederal services.com 


CB&I 


6380 S. Fiddlers Green Circle, Suite 300 


Greenwood Village, CO 80111 


www. CBI.c om 
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This e-mail and any attached files may contain CB&I Federal Services LLC (or its affiliates) 
confidential and privileged information. This information is protected by law and/or agreements 
between CB&I Federal Services LLC (or its affiliates) and either you, your employer or any 
contract provider with which you or your employer are associated. If you are not an intended 
recipient, please contact the sender by reply e-mail and delete all copies of this e-mail; further, 
you are notified that disclosing, copying, distributing or taking any action in reliance on the 
contents of this information is strictly prohibited. 
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